ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT 4 VEHICLE #3 


DATE 12-22-2015 
OFFICER 1 M. COOGLE #129 
OFFICER 2 

SUPERVISO J. SALAZAR 

R 


1200/12 SOW / ROLL CALL 
295 


1225/14 ADMIN- BID OFFICE 
00 
I COMPLETED MISC AI ADMIN AND TRAINING. 


1410/14 BUSINESS CHECK- 7021 HOLLYWOOD BLVD- THE 
20 GALAXY PARKING STRUCTURE 
PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. I PATROLLED THE PARKING STRUCTURE AND 
NO SUSPECTS WERE SEEN. 


1425/14 BACKED FB2- 1807 CAHUENGA BLVD- ANAR INDIAN 
35 RESTAURANT 
THE UNIT RECEIVED A CALL FOR MULTIPLE SUSPECTS 
602 AND PANHANDLING IN FRONT. UPON ARRIVAL, THE 
UNIT ADVISED CODE 4. THEY WERE MEETING WITH THE 
PR. 


1515/15 BACKED BOY2- 1815 CAHUENGA BLVD- YUCCA 
30 MARKET 
THE UNIT RECEIVED A CALL FOR A M/B PANHANDLING 
IN FRONT. UPON ARRIVAL, THE SUSPECT BEING 
ADVISED. HE LEFT WITHOUT INCIDENT. 


1540/15 BUSINESS / SUBJECT CONTACT- 1820 CAHUENGA 
45 BLVD- THE LAUNDROMAT 

I WAS FLAGGED DOWN BY MARIA WHO MANAGES THE 
LAUNDROMAT. SHE ADVISED ME OF A M/B LYING ON THE 
FLOOR REFUSING TO LEAVE. SHE POINTED OUT THE 
SUBJECT WHO WAS USING THE DRYER TO DRY HIS 
SHOES. SHE STATED THAT HE WOULD NOT RESPOND TO 
HER WHEN SHE TRIED TO TALK WITH HIM. 


1615/16 CODE 7 
45 
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1720/17 
35 


1825/18 
40 


1845/19 
00 


1915/20 
00 


2000/20 
10 


2030 


BACKED FB2- 6933 HOLLYWOOD BLVD- MADAME 
TUSSAUD’S 

THE UNIT RECEIVED A CALL FOR A M/B IN THE LOBBY 
REFUSING TO LEAVE. UPON ARRIVAL, THE SUSPECT WAS 
GOA. THE UNIT WAS MEETING WITH PR. 


BUSINESS CONTACT- 6562 HOLLYWOOD BLVD- THE 
PROPERTY OWNERS ALLIANCE 

I RECEIVED A CALL TO MEET WITH EMPLOYEES AT 
CLOSING TIME. I MET WITH JOE M. AND HE THANKED US 
FOR RESPONDING. 


BACKED FB2- 6384 HOLLYWOOD BLVD- POPEYE’S 


THE UNIT RECEIVED A CALL FOR A 415 / 242 / 602 
SUSPECT IN AND OUTSIDE THE RESTAURANT. PR- 
DENISHA REFUSED A PPA FOR BATTERY BUT ASKED 
THAT WE TELL HIM NOT TO RETURN. UPON ARRIVAL, 
THE SUSPECT WAS GOA. WE SEARCHED THE AREA FOR 
THE SUSPECT WITH NEGATIVE RESULTS. 


ADMIN- BID OFFICE 

I COMPLETED MISC AI ADMIN AND DISPATCH DUTIES. 
BUSINESS CHECK- 6801 HOLLYWOOD BLVD- THE 
H&H PARKING STRUCTURE 

PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. I PATROLLED THE PARKING STRUCTURE AND 
NO SUSPECTS WERE SEEN. 


EOW 
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